To:  Griffin,  Susan[Griffin. Susan@epa.gov] 

Cc:  OBrien,  Wendy[OBrien.Wendy@epa.gov];  Flowers,  Lynn[Flowers. Lynn@epa.gov] 

From:  Vandenberg,  John 

Sent:  Thur  8/13/2015  10:13:36  PM 

Subject:  Gold  king  site  question 

Hi  Susan  and  Wendy, 

We  saw  in  your  memo  on  screening  levels  for  arsenic  and  lead  that  you  used  site-specific  adjustments  for 
bioavailability.  Can  you  share  with  us  the  basis  for  those  site-specific  adjustments? 

Thanks 

John 

Sent  from  my  iPhone 
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